EFFECTS FOR THE STAGE AND DISPLAYS

appearance on the left is that under the ordinary
yellowish light from tungsten incandescent lamps.
The other appearance is that under an orange-red
light. The colors in the foreground are violets,
grays, blues, greens, and touches of yellow. Those
in the background are white, yellow, orange, red,
and pink. Lightning effects can be obtained by
flashing reddish light on the painting. No attention
was paid to congruity in the use of colors, for the
painting was designed merely to illustrate the pos-
sibilities of the scheme. Further striking effects can
be obtained by the use of illuminants of other colors,
especially pale blue-green light. Thus a scene can
be changed by rays of light. It is also possible to
make the mountain disappear and in its place to have
some other scene appear, for instance a seascape.

In Fig. 115 the first picture appears to be a Jap-
anesque arrangement of foliage. This is the appear-
ance under a deep orange-red light. Gradually, by
introducing blue light, the figure appears, and on
adding green light or clear light it appears fully in
view. On extinguishing the red component in the
illumination the figure, and especially the flowing
robe, stands out in strong contrast and beautiful effects
are produced by changing gradually from blue-green
to a deep blue. By gradually introducing orange-red
light and extinguishing the other components the
figure slowly disappears. Such effects show the
possibility in scenic effects in fairyland plays. It
is well to understand that the photographic repro-
ductions just shown only illustrate the brightness
contrast. In the originals the contrasts are more
striking, because they are due to differences in hue as
well as in brightness. In fact, it is difficult to illus-
trate in black and white the effects produced with this  Parecoloredother interiors where attempts are made to cor-
